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ನಗರ ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಗಳ ವ್ಯಾಪ್ತಿಯಲ್ಲಿ ಅಳವಡಿಸಿರುವ ಮೊಬೈಲ್‌ ಟವರ್‌'ಗಳ ಮಾಹಿತಿ 


(ಜಿಲ್ಲೆವಾವರು, ನಗರ ಸ್ಥಳೀಯ ಸಂಸ್ಥೆವಾರು) 


ಕ್ರ.ಸಂ ಜಿಲ್ಲೆಯ ಹೆಸರು ಸಗರ ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಯ ಹೆಸರು ಮೊಬೈಲ್‌ ಟವರ್‌ಗಳ ಸಂಖ್ಯೆ 
1  Bagalkot -- Bagilkote 
2 Bagalkot ‘Rabkavi Baniahatti 
3 Bagalkot Jamakhandi 
4 Bagalkot Tikal 
5 Bagalkot Mudhol 
6 __ Bagalkot Mahalingapura 
Wi  “Bagalkot ““ Guledagudda 
8 Bagalkot Badami 
9 Bagalkot Terdal 
10 Bagaikot Hunagunda 
1 Bagalkot Kerur 
Bagalkot Bilapi 
Bagalkot Kamattagi 
‘Bagalkot Aminagad 
Bagalkot Belagali 
Ballari Ballari 
Ballari Hospet 
Bailari Siruguppa 13 | 
Ballari gj Kampli 6 
Ballari Hoovina tadagali 15 4] 
Ballari Sandoor 8 | 
Ballari Tekkalakote 7 
Ballari Kottur 6 
Ballari Kamalapura ° 5 —] 
Ballari Kudalagi 4 - 
Ballari j Kurugodu 5 | 
Ballari Kurekuppa 13 
28 Ballari Hagaribomimnanahalli 7 k 
29 Ballari Kudathini - 6 
30. Ballari _} Mariyammanahalli 5 | 
131 | Ballaii j Harapanahalli i 9 j 
| 32 Bangalore Rural | Doddabatlapur F | 15 
13 Bangalorc Rural Hoskote —| 21 | 
34 Bangalore Rural ನ Devanahalli .20 
3ನ Bangalore Rural Nelmangala 37 
36 Bangalore Rural Vijayapura 13 
37 Bangalore Urban Anekal 15 
38 Bangalore Urban Hebbagodi 43 
5 139 Bangalore Urban Attibele 5 
— Bangalore Urban ‘Bommasandra 25 
41 Bangalore Urban ; Chandapura 18 
42 Bangalore Urban Jigani 13 
43 Belagavi Belagavi 240 
44 Belagavi ' Nippani 12 
| as Belagavi Gokak 16 
46 Belagavi Bailahongal 25 ] 
4 Belagavi Saundatti 16 
48 ] Belagavi Ramdurga } 9 
40 Relanavi Mndalaci | 6 
50 | Belagavi Sankeshwar 1 1 - 


ನಗರ ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಗಳ ವ್ಯಾಪಿಯಲ್ಲಿ ಅಳವಡಿಸಿರುವ ಮೊಬೈಲ್‌ ಟವರ್‌'ಗಳ ಮಾಹಿತಿ |] 


(ಜಿಲ್ಲೆವಾವರು, ನಗರ ಸ್ಥಳೀಯ ಸ ಸುಸ್ಥೆವಾರು) 
ಜಿಲ್ಲೆಯ ಹೆಸರು ನಗರ ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಯ ಹೆಸರು": | ಮೊಬೈಲ್‌ ಟವರ್‌ಗಳ ಸಂಖ್ಯೆ 
Belagavi Chikkodi 9 
Belagavi Athani 8 
Belagavi Khanapura 8 
Belagavi Konnur 5 
Belagavi Hukkeri 7 
Belaguvi Sadalga 8 
Belagavi Raibagh 8 
Belagavi Kudachi 8 
Belagavi Harugeri 8 
Belagavi Mugalkhod 4 
, Belagavi .. . Ur khurd 8 
Belagavi | 
Belagavi | Chinchali | 
Belagavi Ainapur . 
Belagavi Shedbal 7 
Belagavi Kankanawudi 4 
Belagavi Kabbur 8 
Belagavi  Examba 0 
Belagavi Boragaon 7 
Belagavi Arabhavi 6 
Belagavi Mallapur PG 4 
Belagavi Naganur 5 
Belagavi Kallolfi 4 
DBelagavi M.K.Hubballi 
Belagavi Chennamman Kittur 
Bidar Aurad 
Bidar Basavakalyan 
Bidar Bhalki 
Bidar Bidar 
Bidar Chittaguppa 
Bidar Humnabad 9 
Bidar Hallikhed 5 
Chamarajanagara | Chamarajanagara 32 
Chamarajanagara Kollegal 13 
Chamarajanagara Gundlupete | 8 
Chamarajanagara Yelandur 4 
Chamarajanagara Hannur 5 
Chikkaballapur Chintamani 28 
Chikkaballapur Shidlaghatta 7 
Chikkaballapur Chikkaballapur 12 
Chikkaballapur _ Gowribidanur 8 
Chikkaballapur Bagepalli 6 
Chikkaballapur Gudibande 4 
Chikkamagaluru Chickamagaluru 48 Ww 
Chikkamagaluru Kadur 10 
Chikkamagaluru Biur ಕ್‌ 
Chikkamagaluru Tarikere 8 
Chikkamagaluru Koppa 4 
99 Uhikkamagaiuru \ iviudigere 3 } 
100 Chikkamagaluru | Narasimharajapura 4 
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[1 01 _Chikkamagaluru _ Shringeri 4 
102 Chitradurga Chitradurga 
103 Chitradurga - Challakere 
Chitradurga Hiriyur 
Chitradurga ON TT 
Chitradurga Holaikcrc 


Chitradurga Molakalmuru 
Chitradurga Nayakanahatti 
Dakshina Kannada Bantwal 


Dakshina Kannada Belthangadi 


Dakshina Kannada | Moodbidri 


Dakshina Kannada Mulki 
Puttur 


Dakshina Kannada 


”- “Dakshina Kannada ° ee “Suylya ಹ 
Dakshina Kannada Ullat 
Dakshina Kannada Mangaluru | 
Dakshina Kannada Kotekar | 
Dakshina Kannada Vitla 
Dakshina Kannada Someshiwara 
Davangere Davanagere ಈ 104 | 
Davangcrc - Tlarihar 20 
Davangere Honnali 7 | 
Davangere Channagiri 4 
Davangere Jagalur 6 f 
Davanagere Malebennuru 8 
Dharward Annigeri 7 
Dharward Hubli Dharwad 119 
Dharward Alnavara 5 
Dharward Kalaghatagi 7 
Dharward Kundagol 5 
Dharward | Navalagund ನ 8 | 
Gadag Gadag-Betageri 112 
Fee Fs 
ಗ್‌ 
12 
11 
[2 
10 
6 
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Gadag i Shirahatti 
Gadag | Gajendragada 
Gadag Lakshmeshwara 
Gadag Naragunda 
Gadag Mundargi 
Gadag Ron 

Gadag Mulagunda 
Gadag Naregal 
Hassan Hassan p 
Hassan Arsikere 
Hassan Channarayanapatna 
Hassan Holenarsipura 


Hassan Sakaleshpura 
Hassan Belur | 


| 
Hassan f Arkalgudu | 7 
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Haveri Ranebennur 
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ಜಿಲ್ಲೆಯ ಹೆಸರು ನಗರ ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಯ ಹೆಸರು ಮೊಬೈಲ್‌ ಟವರ್‌ಗಳ ಸಂಖ್ಯೆ 
Haveri Byadagi 8 
Haveri Hanagal 5 
Haveri Savanoor 
Haveri Shiggaon 
Haveri Bankapura 
Haveri Hirekerur 
Haveri Guttal 
Kalaburagi Kalaburagi 
Kalaburagi Shahabad 
Kalaburagi Aland 
Kalaburagi Afzalpura 
& Kalaburagi Chittapura 
Kalaburagi Wadi 
Kalaburagi Sedam 
Kalaburagi Chincholi 
Kalaburagi Jewargi 
Kalaburagi Kalagi 
Kodagu Madikere 
Kodagu Kushalnagara 
Kodagu Somvarpet 5. 
Kodagu Virajpet 9 
Kolar Kolar 22 
Kolar Robertsonpet 25 
Kolar Mulbagilu 17 
Kolar p Bangarpet [2] 
Kolar Malur ‘9 
Kolar Srinivasapura. 9 
Koppal Koppal 38 
Koppal Gangavathi 21 
Koppal Kustagi 10 
Koppal - Yelburga h 6 
Koppal Bhagyanagar 7 
Koppal Karalapi Kj 
Koppal Kanakagiri 5 
Koppal Tavaragera 6 
Koppal Kukanur 6 
Mandya ; Mandya 65 
Mandya Maddur 9 
Mandya Malavalli 13 7] 
Mandya Srirangapatna 14 
Mandya Krishnarajapete 8 
Mandya Pandavapura | - 8° 
Mandya Nagamangala 9 
Mandya Belluru [ 9 | 
Mysore Nanjangud 17 
Mysore Hunsur 14 
Mysore K.R.Nagar [ 14 
Mysore ; Bannur | 10 
Ns De 10 
Mysore . T.Narasipura } 8 
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(ಜಿಲ್ಲೆವಾವರು, ನಗರ ಸ್ಥಳೀಯ ಸಂಸ್ಥೆವಾರು) 


ಕ್ರ.ಸಂ ಜಿಲ್ಲೆಯ ಹೆಸರು ನಗರ ಸ್ಥಳೀಯ ಸಂಸ್ಥೆಯ ಹೆಸರು ಮೊಬೈಲ್‌ ಟವರ್‌ಗಳೆ ಸಂಖ್ಯೆ 
5 Mysore H.D.Kote 
Mysore Sargur 
Mysore Mysuru 
Raichur . Devadurga 
Raichur Lingasugur 
Raichur Manvi 
Raichur Mudgal 
Raichur Raichur 
Raichur Sindanoor 
Raichur Maski 
 Raichur_ _ Sirawar, 
Raichur kavitala 
Raichur Turvihal 
Raichur - balaganur 
Raichur Tt Hati 
Ramanapara | Bidadi 
Ramanagara | Channapatna 
Ramanagara | Kanakapurd. _ 
Ramanagara  Magadi } 
Ramanagara Ramanagara |] 
Shivamogga Bhadravathi | 
Shivamogga Sagara 
Shivamogga ' Shikaripura 
Shivamogga Thirthahalli 
Shivamogga - Hosanagara 
Shivamogga f Shirlakoppa 
Shivamogga soraba 
Shivamogga Kargal 2 
Shivamogga Shivamogga "104 
Tumkur Tumakuru 93 
Tumkur ° Tiptur | 2 
Tumkur Sira 18 
‘Humkur i Kunigal ' — 8 | 
Tumkur , Pavagada ° 11 
Tumkur Chikkanayakanahalli 8 
Tumkur Madhugiri 8 
Tumkur Koratagere 5 
Tumkur Gubbi 6. 
Tumkur Turuvekere 6 
Tumakuru . Huliyaru | 5 
Udupi Karkala 17 " 
Udupi Kundapur | 18 
Udupi Saligrama 6 
Udupi — Udupi 92 
Udupi Kaup 10 
Uttara Kannada | Karwar 14. 
Uttara Kannada Dandeli 16 
Uttara Kannada Sirsi | 28 
Uuaa Nanuala [ Dhaikal } 14 
Uttara Kannada Kumata | 8 
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251 Uttara Kannada .Ankola 8 

252 Uttara Kannada _ Haliyala 8 

253 Uttara Kannada Honnavara - 9 

254 Uttara Kannada Siddapura 8 

255 Uttara Kannada Yellapura 9 

256 Uttara Kannada Mundagod 7 

257 Uttara Kannada Jali 4 

258 Vijayapur ‘Indi 9 

259 Vijayapur BasavanaBagewadi 7 
Vijayapur Vijayapura 126 

. Vijayapur. Muddebihal. . SE 

Vijayapur Sindagi 
Vijayapur Talikote | O00 OO 

264 | Vijayapur ” Almel 7. 
Chadachana 7. 

266 Devarahipparagpi 1 

267 Vijayapur . Kolhar 7 

268 Vijayapur - Managuli 5 

269 Vijayapur Nalatawad 5 

270 Vijayapur Nidagundi I 6 

271 Yadgiri Yadgir 18 

272 Yadgiri Shahapura ” 28 

273 Yadgiri Gurumatkal 4 

274 Yadgiri Shorapura 15 

275 ಮ ~yadgiri NS NES Kembhavi” A 7 pe — 
276 Yadgiri Kakkera 4 
5081 
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ಅಧಿಕೃತವಾಗಿ ಪ್ರಕಟಿಸಲಾದುದು 
ಪಪಶೇಷ ರಾಜ್ಯ ಪ್ರದೆ 


ಫಾಗ-೩ - ಖೆಂಗಚೂರು, ಖುಧವಾರ, ಮೇ ೨೯, ೨೦೧೯ (ಖ್ಯೇಷ್ಠ ೮, ಶಕ ವರ್ಷ ೧೯೪೦) | ಪಂ. ೪೨೧ 
Part-IVA Bengaluru, Wednesday, May 29, 2019 (Jyesta 8, Shaka Varsha 1940) No. 421 
URBAN DEVELOPMENT SECRETARIAT I 
NOTIFICATION 


No. UDD 211 GEL 2014, Bengaluru, Dated: 29-05-2019 


Whereas the draft of the Karnataka Installation of Telecommunication Infrastructure Towers 
Regulations 2015 had been notified as required under section 13-E of the Karnataka Town and 
Country Planning 1961 (Karnataka Act i1 of 1963) read with section 427 of the Municipal 
Corporations Act, 1976 and Section 325 of the Karnataka Municipalities Act, 1964 vide Notification 
No: UDD 211 GEL 2011 (P) Bangalore Dated: 24.02.2016 in part IV-A of the Karnataka 
extraordinary Gazette Number 318 dated: 24® February 2016 inviting objections or suggestions 
from all persons likely to be effected their ‘by within 30 days from the date of its publication in the 
official Gazette. 


And whereas, the gazette was made available to the public on 24% February 2016. 


And whereas, objection and suggestions received in this behalf been reviewed by the State 
Government. 


Now, therefore im exercise of the powers conferred by section 13-E of the Karnataka Town 
and Country Planning 1961 {Karnataka Act 11 of 1963) read with section 427 of the Municipal 
Corporations Act, 1976 and Section 325'of the Karnataka Municipalities Act, 1964, Government of 


Kamataka hereby makes the following amendments to zoning regulations of the approved Master 
Plan. 


REGULATIONS 


1. Title, commencement and application.-’- (1) These Regulations may be called the 
Karnataka Installation of new Telecommunication Infrastructure Towers Regulations, 2019: 


(2) They shall come into force from the date of their final publication in the official Gazette. 


(3) Not withstanding anything contained in the zoning regulation of any Local Planning area 
the provisions of these regulations shall apply to all local planning areas in the State. 


2. Definitions.- In these regulations, unless the context otherwise requires,- 


(a) ‘Act’ means the Karnataka Town and Country Planning Act, 1961 (Karnataka Act 11 
of 1963); 


(b) “Sanctioning Authority” means the Commissioners of Municipal Corporations, The 
Commissioners of city Municipal councils, Chief Officer of Town Municipal councils, Town 
Panchayaths and Panchayat Development Officers of Gram Panchayaths falling in Urban 
Development Authority areas shall be competent to accord permission for clearance of installation of 
new Tele Communication Infrastructure Towers (FIT} following these regulations and guidelines 
issued by Government of India from time to time in their respective jurisdiction; 


15 ” bo 


(c) “Telecommunication Infrastructure Tower (TIT)” shall include Ground Based Tower (GBT), 
Roof Top Tower (RTT), Roof Top Poles (RTP), Cell Phone Tower (CPT}, Antenna fixtures, fabricated 
antenna, Tower to install the telephone lines, Transmission Towers, Cell On Wheels, In-Building 
Solutions and Micro Sites. But it shall not include the Antennas installed for domestic purpose, 
namely Television Antennas or Dish Antennas. 


3. Essentiality of Permit.- No person shall erect or re-erect any non-Governmental 
telecommunication infrastructure tower or telecommunication pole structures or accessory rooms or 
make alteration or cause the sam¢é to be done without obtaining a separate permission for each such 
tower or telecommunication pole structures from the Sanctioning Autliority. 


4. General guidelines for location of Telecommunication Infrastructure Tower.- (1) 
Location of Telecommunication infrastructure towers is governed by radio frequency system adopted 
therefore as far as possible residential areas shall be avoided. However where it is not possible to 
avoid residential areas, permission from the sanctioning Authority for installation on roof top of a 
building shall be considered. 


(2) First preference shall be given to the location of tower in commercial areas or other public 
೩ಡಿ. 


(3) In residential areas, Telecommunication Infrastructure Towers shall be located in open 
spaces or community buildings in the locality. 


(4) Where it is not possible to locate Telecommunication Infrastructure Towers as in sub- 
regulation (3} above, the Telecommunication Infrastructure Towers shall be permitted on the roof top 
of residential buildings subject to the condition that a structural safety certificate from a registered 
Structural Engineer (registered with a recognized registering institution) has been obtained. 


5. Submission of application for Permit.- The application for permit shall be submitted to 
the Sanctioning Authority along with following Plans and Documents.- 


(1) Location Plan.- (scale 1:1000) three copies of the Location Plan shall show the site 
with reference to the surrounding existing developments duly showing the access and 
approach to the site or building wherein the tower or room is proposed; 

(2) Site Plan.- (scale 1:100} three copies of the Site Plan shall show plot dimensions, 
access street width, details of existing structures within the plot with their uses, 
height, and number of floors, set-back from the plot boundaries and between them; 
proposed tower and ancillary structures. 

(3) Structural Stability Certificate. one copy (original) of Structural Stability Certificate 
along with height of the tower shall be submitted in respect of the Telecammunication. 
Infrastructure Tower and room and also the building over which it shall be erected. 
The Structural Stability Certificate shall be obtained from a registered Structural 
Engineer (registered with a recognized registering institution). 4 

(4) Copy of Sanctioned Plan of the Building and Occupancy Certificate issued by the 
Sanctioning Authority (not required in such cases where exemption has been provided 
by the Local Body as per the provision of Act and Rules); 

(5) Ownership Document - One copy (attested) to prove the ownership of the building or 
site; 

{6) Lease Agreement Deed or Consent Agreement deed.- One copy (attested) signed by 
the applicant and the owner of the site or building; 

(7) Drawing of tower with complete details including the specifications of foundations and 
design parameters; 

(8) Height of the tower along with its elevation (MSL); 

(9) In case the tower is in the vicinity or adjoining to high or low tension line- then its 
distance from the same shall be clearly indicated in the drawings; 

(10) The weight of Tower or antenna in Metric tonnes; 

(11) Indemnity Bond (original) to take care of any loss or injury that may occur due to 
accident caused to neighbours by the tower (including a declaration to the effect that 
the applicant shall take special precaution for fire safety and lightning and he shall 
be solely responsible for paying all kinds of compensation and damages and would be 
responsible for any civil or criminal case arising there from; 

(12) No objection Certificate issued by the Karnataka State Fire Services Department; 

(13) Copy of certificate issued by Automotive Research Association of India (ARAI) to the 
manufacturers of the DG sets [The DG sets used shall be as per the provisions under 
Environment (protection) Act, 1986 and the Noise pollution (Regulation and Control) 
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Rules, 2000] is to be submitted by the Telecom Service Providers for Infrastructure 
Providers; 

(14) Copy of Standing Advisory Committee on radio Frequency Aflocations (SACFA) 
clearance or copy of Standing Advisory Committee on radio Frequency Allocations 
(SACFA} application for the said location subinilled tu Wireless Planning and Co- 
ordination (WPC) wing of Department of Telecommunication with registration number 
as Wireless Planning and Co-ordination ({WPC} acknowledgement along with 
undertaking that in case of any objection or rejection, Telecom Service Providers (TSPs) 
or Infrastructure Providers (IPs) shall take corrective actions or-remove the tower; and 

(15) . Acknowledgement receipt issued by TERM Cells (DoT) or the self certificate submitted 

by Telecom Service Provider/ Infrastructure Provider in respect of Mobile tower/, Base 
Transceive Station (BTS} (ground based/roof Top or pole or wall .mounted) in the 
format as prescribed by Telecom Engineering Centre (TEC), Department of 
Telecommunication, establishing or certifying that all general public areas around the 
tower shall be within safe Electro Magnetic Radiation (EMR) exposure limit as per peak 
traffic measurement after the antenna starts radiating. 

6. Scrutiny and Disposal of Application.- (1) The Sanctioning Authority shall verify and 
may issue or refuse the permit, not later than Thirty. days from the date of receipt of application 
along with the plans and documents as under regulation 4..In case of refusal, the.reasons for the 
same shall be clearly mentioned. Public objections, received if any -during this period shall be 
reviewed and disposed by the Sanctioning Authority. - _ 

(2) The permit issued shall be a work permit and the construction or erection of 
telecommunication tower or telecommunication pole structures or accessory rooms essential for the 
use of such tower or pole structures shall be completed within two years from the date of issue of 
such permit. . 

(3) The period of the permit shall be extended for a further period of two year if an application 
for the same is submitted to the Sanctioning Authority, within the valid period of the permit duly 
paying 25% of the prescribed. fee and charges and in the prescribed form duly attaching the original 
permit in these regulations. 

6(A). All existing telecom towers shall register within 03 months from the date of publication 
of this notification in official gazette failing which the concerned local body shall initiate action for 
demolition as per the Act provisions duly following the procedures. 


7. Restriction to erect Telecommunication Infrastructure Towers.- 


(1) Water Bodies: (i) No building .or Telecommunication Infrastructure Tower:shalt be-aflowed: 
in the bed of water bodies like river or nala and in the Full Tank Level (FTL) of any lake, pond, kunta 
lands. Unless and otherwise stated, the area and the Full Tank Level (FTL) of a Lake or Kunta shall 
be reckoned as measured and as certified by the Irrigation Department {Water Resources 
Department). : 


(1) Telecommunication Infrastructure Tower shall not be erected within,- 
(a) 6 meters from the boundary of the River. ೪, 
(b) 5 meters from the boundary of Lakes or Tanks or Kuntas of area 10.00 Ha and above. 
{c) 3 meters from the boundary of Lakes or Tanks or Kuntas of area less than 10Ha. 
(d) 5 meters from the defined boundary of Canal, Nala, Storm Water Drain 

of width more than 10.00 meters and 3.00 meters from the defined 

boundary of Canal, Nala, Storm Water Drain of width up to 10 meters. 


(2) Railways: The distance between the Railway Property Boundary and the. 
Telecommunication Infrastructure Tower shall be 30m as per Indian Railways Works Manual or as 
per no objection certificate given by the Railway Authorities. 


(3) Electrical Lines: The Right -of-way widths recommended for Electrical lines of various 
Transmission Voltage are as indicated in the table below:- 


- (1) Right-of -way (ROW) for Electrical lines.- 


S1.No. Transmission voltage Width of the Right-of-way (ROW} 
in meters 
01 11kV 7.0 
02 33 kV 15.0 
| 
| 03 4 66 KV 18.0 
04 | 110 kV 22.0 
05 132 kV 27.0 
06 20kV 35.0 
07 400 kV 52.0 


(ii) Distance of site from Electric Lines.- No Telecommunication Infrastructure Tower shall be 
allowed to be erected or re-erected or any additions or alterations made to Telecommunication 
Infrastructure Tower in a site. within the distance quoted below in accordance with the current 
Electricity Rules and its amendments from time to. time between the building and any overhead 
electric supply line; 


y Vertically in mrs. Horizontally in mtrs. 
i Low and medium voltage lines 2.5 1.2 
and service lines A 
i High voltage lines upto and 3.7 2.0 


including 33,000 vV. 


ii | Extra high voltage lines| 3.7 (plus 0.3m for every | 2.0 (plus 0.3m for every | 
beyond 33000 V. additional 33,000 V. or | additional 33,000. V. or 
part.thereof ) part thereof 


(4) In the reserved forest or forest areas: for erecting the Towers, NOC from the Forest 
Department shall be submitted. 


(5) Heritage, Religious and Other Structures: (i In case of Sites located within the distance 
up to l100meters from protected monuments as notified under the Ancient Monuments and 
Archeological sites and Remains Act 1958 (central Act 24 of 1958} or the Karnataka Ancient and 
Historical monuments and Archeological sites and Remains Act, 1961 (Karnataka Act 7 of 1962} no 
building or Telecommunication Infrastructure Tower is allowed; 


(ii) For the Sites located within distance. of above 100meters and up to 200meters from the 
protected monuments, the construction of one Telecommunication Infrastructure Tower is allowed 
only after obtaining prior permission from the Competent Authority. 


(iii) Erection of Telecommunication Infrastructure Tower shall not be allowed within a 
distance of 50m from the school, hospital, buildings and religious buildings or any other prescribed 
buildings by the Government from time to time. 


(iv) In case of Wall Mounted or Pole mounted Antenna, the antenna shall be mounted at least 
5 meters above ground level or road level on flyovers. 


8. Basic requirements to erect Telecommunication Infrastructure Towers.- (i) Set Backs 
of Room or Tower: 


(a) The minimum setback for the accessory room or ground based tower shall be as required 
under the approved zoning Regulations of Local Planning Areas subject to the: condition that it shall 
be a minimum of 3m all-round, after leaving the. road widening portion if any. If it is roof top 
installation, the tower shall have minimum 3m distance from the boundary of the building edge; 


(b) In addition to the distance specified above, set back required for road widening proposed in i 
any of the Master Plan or Zonal Development Plan or Town Planning Scheme or Road Development 
Plan or any other scheme sanctioned By the Government or Execution Authority shall also be 
provided. 


Provided that no portion of the telecommunication Infrastructure tower pole structure or 
accessory room shall project or over hang into the neighbouring plots. 
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* Provided further that additional distance from. boundary abutting the road and other 
boundaries of the plot proportionate to increase in height shall not be necessary for the 
telecommunication Infrastructure tower or pole structures or accessory rooms or for the building 


over which they are proposed. 

(ii) Accessory rooms: 

(a) Accessory rooms such as Equipment rooms, shelters or Generator rooms essential for the service 
shall, be permitted along with a telecommunication tower or telecommunication pole structures or 
separately, if a request is made in the application and plans or drawings of the rooms are attached 
cither along with the application for permit or separately; ; 


(b) The cabin may be made with any material but the area of such cabin shall not exceed 15 Square 
Meters; 


(c) Installation of electricity generator may be allowed if the generator is covered with insulated 
sound-proof cabin; 


(d) Every construction or installation of ancillary necessary for the telecommunication system shall 
conform to the relevant rules applicable to such construction or installation and license or permit 
required under such rules shall also be obtained. 


{e) The telecommunication tower or ancillary structures shall not prevent or block the access, exit or 
cntry or reduce the width of such access, exit or entry of building or in no way badly affect the safety 
measures or amenities providcd in the building in which it is erected. 


(iii) Sharing of Sites: The Telecom Operators may share the towers for fixing their respective 
antennas. The same are however, required to adhere to the prescribed technical requirements, so as 
to curtail multiplicity of towers as well as to optimize the use of the existing ones. As sharing of 
antennas on a single tower increascs the effects of EMR (Electromagnetic radiations} manifold the 


height of the tower shall be increased. 
(iv) Installations: 


(a) In order to avoid any eventuality duc to thunder storm, lightning conductors shall be 


installed. $ 

{b) Silent Generator set installed at the tower site to cater to the power requirements of ‘the 
antenna shall conform to the noise and emission norms as prescribed by the Karnataka 
State Pollution Control Board. 


({v) Protective Wall: 


(a) Every tower erected on the ground and through which electric power is transmitted or passed 
shall be provided with protective wall or grill at a distance of one meter from any point of the 


base. 
{b} The wall or grill shall have a minirnum of 1.20m height and shall be kept under lock and key, if 


provided with door. 


(vi). Protection from lightning: Every telecommunication Infrastructure tower shall be provided 
with sufficient protection against lightning, conforming to.LS. 2303-1969-Code of Practice, as 
amended from time to time. 

(vii). Warning lights: 

(a) Every telecommunication tower shall be provided with two Aviation Warning Lights (ANL} each at 
40m and 70m height from the ground level and one at the top, the two lights at 40m height shall be 


fixed in one set of opposite corners and that at 70m height shall be fixed at the other set of opposite 
corners, 


(viii). Damage and liability: The applicant and owner shall be responsible for the structural 
stability of the telecommunication Infrastructure tower and the building in which it is erected and 
for any damage caused due to inadequate safety measures. 


(ix). Building to be authorized: Erection of any telecommunication Infrastructure tower or pole 

structures or accessory rooms shall be permitted only on buildings with valid permissions and 

Occupancy Certificate obtained from the Local Body {not required in such cases where exemption 
. has been provided by the Local Body as per the provision of Act and Rules}; 


(x) Completion Certificate: 


(a) After completion of the work of the telecommunication tower or pole structure and accessory 
rooms as per permit, the applicant and the engineer shall submit to the Sanctioning Authority 
completion certificate as in Appendix-A along with a certificate of structural safety or stability of the 
tower and the building, if the tower or pole is constructed over a building. 


(b) The Sanctioning Authority shall, if satisfied that the work has been completed as per permit, 
issue use certificate as in Appendix-B allotting a number, on the basis of which the authorities 
concerned shall allow power connection, etc. for use of the service. 


(xi). Unauthorized Telecom Infrastructure Towers: The Sanctioning Authority shall take 
necessary action on unauthorized Telecom Infrastructure Towers erected without valid permissions 
or Completion Certificate, as per the Act provisions duly following the procedure. 


Provided that the Radiation norms given by the Department of: Telecommunications {DOT} 
have to be strictly followed by all Tower Infrastructure Service Providers and limit the Power 
Emissions ‘or Radiations. All the complaints regarding radiation and radiation related technical 
details are being dealt by Telecom Enforcement Resource and Monitoring (TERM) cell of Department 
of Telecommunications (DOT) and any citizen can approach the concerned TERM Cell of Department 
of Telecommunications (DOT) with regard to grievance on any issues relating to radiation. 


9. Grievance Redressal mechanism:- 


In order to effectively address Public Grievances Relating to installation of towers and issues related 
to Telecom Infrastructure, State Govt. has constituted District level Committee and State Level 
Committee and Central Government Nominee. ; 


Any dispute between licensee and the Local Authority/body can be redressed with the following 
steps:- 

i. District Level Telecom Committee is the First Appellate Authority to deal with the matters related 
to the dispute. 


ii. If the Applicant is not satisfied with the decision -of First Appellate Authority, will appeal within 30 
days of the decision of ist Appellate Authority before the State Level Telecom Committee headed by 
the Secretary UDD or whomsoever notified as the Second Appellate Authority. 


iii. If the Applicant is not satisfied with the decision of the Second Appellate Authority, will appeal 
within 30 days of the decision of the Second Appellate Authority before the designated officer for 
dispute resolution under Indian Telegraph Right of Way Rules, 2016. (Additional Chief Secretary- 
UDD} 


Formation of Committees: 
District Level Telecom Committee:- 


There shall be District Level Telecom Committee (DTC) in each District. DTC shall consist of the 
following members;- 


—— 

i Deputy Commissioner of the concerned District : | Chairman 
il Chief Executive Officer of the concerned ZP of the District Member 
iii District medical Officer of the concerned District Member 
iv TERM Cell Representative of the concerned District Member 
v Commissioner/ Chief officer of the concerned ULBs who issues } Member 

permit 
vi District environmental Engineer, Pollution Control Board (PCB) {| Member 

of the concerned District 
vii An Eminent public person from the concerned’ District to be | Member 

nominated by the Chairman of DTC b ) 


Role of the District level Telecom Committee:- 


i DTC shall deal with public grievances relating to installation of Towers and Issues related to 
telecom infrastructure in the respective district. DTC shall convene meeting & resolve the public 


grievances in a time bound manner within 30 days of the complaint, if any. 
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ii The recommendations of DTC shall be adhered to by Municipal Corporation { Municipality / 
N.A.C {notified Area Council} { Gram Panchayat or any other authority related to the subject in the 


District. . 
iii. Approval of the District level action plan and submitting it for State Telecom Committee approval. 


District Level Telecom Committee is the first appellate authority to deal with the matters related to 
the grievances and on the order of Deputy Commissioner, the committee will sit to review the Public 
grievances related to Telecom infrastructure in the jurisdiction of the specific District. 


DTC shall also convene and arrange the Public Awareness. Programmes’ in different Districts as per 
the application of the Infrastructure Provider. to make people aware of the requirement and necessity 
of installation and maintenance of Telecom Tower / Telecom Infrastructures as the life line and/or 
critical installation for telecommunication services. h 


Y.2 State level Telecom Committee (STC):- 


The party aggrieved with the decision of the first appellate: authority may prefer for an appeal to the 
State’ Level Committee headed by the Secretary UDD or whomsoever notified as the Second 
Appellate Authority within 30 days of such decision of Ist Appellate Authority and the authority 
shall have powers to amend, cancel or endorse the decisions of Ist Appellate Authority. State Level 
Telecom Committee (STC) shall consist of following members: 


i Secretary Urban Development Department (UDD)} k Chairman 
ii... | Secretary, Health Department Ka 4 £೬ Member 
iii Secretary, Rural Development and Panchayat Raj Department Member 
iv Director of Town and Country Planning Department ” Member 
v Member Secretary, State Pollution Control Board ; Member 

| vi K An Eminent public to be nominated by the Chairman of STC Member 


Y.2.1 Role of State level Telecom Committee (STC):- 
i. STC shall act as the Appellate Authority of DTC 


ii. STC shall have powers to amend, cancel, and endorse the decisions of the DTC.or to remand back 
to DTC for considering afresh. 


iil. The recommendations of STC/DTC shall be adhered to by Mumicipat Corporation? Municipality’ / 
NACs (notified Area Council} { Gram Panchayat or any other authority mentioned as Local 


Authority. 4 
iv. STC shall approve the State Action Plan after reviewing and can suggest changes if required. 


10. Fee structure.-.The fee to be levied while issuing the permit for installation of 
Telecommunication Infrastructure Tower shall be as per the table-1 below:- 


Table-1 


Fee structure for installation of telecommunication infrastructure tower 


Sl. i One time Prescribed fee 
Jurisdiction 
No. per tower 
7 So 
01 Bruhat Bangalore Mahanagara Palike Rs. 1,00,000 
02 Corporations of the City other than Bruhat 
Bangalore Mahanagara Palike | Rs:.50,000 

03 City Municipal Councils. Rs. 35,000 
04 Town Municipal Councils Rs.25,000 
05 | Town Panchayaths p Rs.20,000 
06 Gram Panchayaths Rs.i5,000 


The property owner shall ‘pay property taxes as per relevant ruies. 
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For Cell on Wheels, Micro sites and in-building solutions the fee prescribed by Department of - 
Information Technology shall be applicable. 


By order and in the name of the Governor of Karnataka 


S. Veena 
Under Secretary to Government, 
Urban Development Department (MA-2). 


APPENDIX- A 
(See rule 8 {x}(a)} 
COMPLETION CERTIFICATE BY ARCHITECT, ENGINEER etc. 


Certified that the development or re-development of land or construction or reconstruction or 
alteration or addition of building or erection of telecommunication tower or pole structure or work 
has been supervised by me and has been completed as per the approved plan and permit 

Signature 
Name and address of Architect or Building Designer or Engineer or Town Planner or 
Supervisor Reg No.: 


Place: 
‘Date: 


COMPLETION CERTIFICATE BY THE OWNER 

(See rule 8 (x)(a)) 
Certified that the development or redevelopment of land or Construction or reconstruction or 
alteration or addition of building or erection of telecommunication tower or pole structure has been 

(Signature) 
Name and address of owner: 
APPENDIX-B 
(See rule 8 (x)(b)) 
OCCUPANCY CERTIFICATE OR USE CERTIFICATE 


Certified that the construction or reconstruction or alteration or addition of building or erection of 


telecommunication tower or pole structure or work under - the permit 
[\ (oN dated... issued 10. and supervised 
[ASS has been inspected by me and that the work executed is in accordance 


" with the permit and that the building or tower or pole structure is now fit for occupation or use. 
Place: 
Date: . (Seal and Signature of Sanctioning Authority) 
By Order and etc..., 
S. Veena 


Under Secretary to Government, 
Urban Development Department (MA-2). 


ಸರ್ಕಾಲ ಮುದ್ರಣಾಲಯ, ತಾಪ ಸೌಧ ಫಟಹ, ಪೆಂಡಚೂರು. (ಹಿ7) ಪ್ರತಗಚು: 5೦೦ 


